The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

05/15/12 

Chris Henry 

Assistant District Attorney, Suffolk County 
Mr. Henry, 

Enclosed is the information you requested. Included are copies of the following: 



1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample # 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Corbett email PRR 022766 






PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-662S 

Boston Hours 

11:00 
1:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Hiimait Services 
Department of Public Health 
State Laboratoiy Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 



To be completed by Submitter 
Description of Items Submitted 




To be completed by Lab Personnel 
Gross Weight Lab Number 









Mo , Da t a Ana I y z e d ; j Q) j 

City: Chelsea Police Dept. 

Officer: Detective MICHAEL ADDOl.’IZIO 


Def ; 

Amount: Subst; SUB 

Mo. Cent: 10 Cont; pb 

Date Rsc'd: 09/37/2011 No, Analyzed: I 




Corbett emaiI PRR 022768 




RESULTS 


M 



DATE 1 


11. 




Gold 

Chloride_ 

TLTA ( ) 

OTHER TESTS 


GC/MS CONFIRMATORY TEST 

RESULTS j-Uyl/b i VO 


MS 

OPERATOR ' 


DATE iO 

iC>^ 

11 



. 


Revised 7/2005 


Corbett emaiI PRR 022769 


























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F: \Q4~2011\System9\10_07_ll\803 605.D 
LAG 

7 Oct 2011 15:14 

BLANK 

1 

DRUGS .M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 



803605.D 


Tue May 15 07:15:33 2012 


Page 1 


Corbett email PRR 022770 











Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2011\System9\10_07__ll\803 60 6.D 

Operator : LAG 

Date Acquired : 7 Oct 2011 15:30 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 6 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 803606.0\data.ms 

i 6.870 

800000 

600000 I 


4000001 


200000 ; 



Ret. Time 

Area 

Area % 

Ratio % 

6.870 

1367184 

100.00 

100.00 


803606.D Tue May 15 07:15:37 2012 Page 1 


Corbett email PRR 022771 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4--2011\System9\10_07__ll\803 60 6. D 
LAG 

7 Oct 2011 15:30 

HEROIN STD 

6 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C:\Database\PMWTOX2.L 

PK# RT Library/ID CAS# Qual 


1 6.87 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 


^bundance 

i 80 
60 
40 
20 
0 


4,3 


Average of 6.822 to 7.095 min.: 803606.D\data.ms (-) 


327 


268 


81 


59 


70 


94 

! 


116 


146 


'rnlz~> 




128 


162 


204215 


174 


flu 


^?®238 262 


284 

1295 

f' TT-t-X' 


310 




369 


340 352 




Abundance 

80 
60 

40 
20 

0 

bi/z-> 


40 60 10 100 120 140 160 180 200 220 240 260 280 300 320 340 360 

#1: HEROIN 

413 


268 


327 


81 


59 


70 


94 


1 

40 60 


116 146 

p8 

. i Lhl . h'IJ il I , !!' ;T 'N iy. . > 


204 


174 

i F. I I l’!l j, 1 93 I |. l! 
y.iiiri It"’ 


216 


226 


238 263 


310 


284 


298 


369 


341 


80 


t ' ' ' ' ! ‘ ■ I.I t ,..^•7", I !■ , ,~T-rT"|-m T-].,■ 1 'I- 

100 120 140 160 180 200 220 240 260 280 300 320 340 360 


803606 . D 


Tue May 15 07:15:38 2012 


Page 2 


Corbett email PRR 022772 




























Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2011\System9\10_07_ll\803607.D 
LAG 

7 Oct 2011 15:45 

BLANK 
KAC 
1 

DRUGS,M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


803607,D 


Tue May 15 07:15:43 2012 


Page 1 


Corbett email PRR 022773 














Area Percent / Library Search Report 


Information from 
File Name. : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2011\System9\10_07_ll\803608.D 
LAG 

7 Oct 201 1 16:01 

E<AC 

8 

DRUGS .M 
RTE 


f^bundance 
I 600000 

400000 


TIC: 803608.0\data.ms 
6.665 


I 


200000 


T!me-> 2.00 


2.859 
! 3.190) 

i — —;—I—r 

3.00 4.00 


5.00 


6.00 


7.00 


8.00 


9.00 


10.00 


11.00 


12.00 



Ret. Time 

Area 

Area % 

Ratio % 

2.859 

3.190 

6.865 

167992 

128824 

1073572 

12.26 

9.40 

78.34 

15.65 

12.00 

100.00 


803608.D 


Tue May 15 07:15:47 2012 


Page 1 


Corbett email PRR 022774 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4--2011\Systein9\10_07_ll\803608 . D 
LAG 

16:01 

KAC 

8 

DRUGS.M 
RTE 


Search 


PK# 


1 


Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C:\Database\PMW TOX2.L 


RT 

Library/ID 

CAS# 

Qual 

2.86 

C:\Database\NIST0 8 . L 




Acetaminophen 

000103-90-2 

97 


Acetaminophen 

000103-90-2 

97 


Acetaminophen 

000103-90-2 

94 


Abundance 

80 
60 
40 
20 

0 


yn/z-> 

/Abundance 

1 

80i 


40 




Average of 2.826 )o 3.008 min.: 803608.D\data.ms (-) 

109 


43 


80 


39 


63 


49, 


60 65 71 


76, 


i t t- r r H - ri I h n 1 I ' I W 1 I . M ii 


85 91 95 101 

■.-rrrr,-r|-h-,-rr>-TT-.rrn-,-n+ 


117 122 131135 


151 




36 40 45 50 55 60 65 70 76 80 85 90 95 100 105 110 115 120 125 130 135 140 145 150 155 


#24380: Acetaminophen 


109 


20 




43 


63 


39 

T+J-fU 


49, 


i I4-H- 


63 68 


74 


80 


.-i-tfU', 


90 94 


151 




120 




135 

V 


35 40 45 50 55 60 65 70 75 80 85 90 95 100 105 110 115 120 126 130 135 140 145 160 155 


803608.D 


Tue May 15 07:15:48 2012 


Page 2 


Corbett email PRR 022775 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


Data File: 

F: \Q4--2 011\System9\10_07__ll\803608 . D 
LAG 

7 Oct 2011 16:01 



KAC 


8 

DRUGS .M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality; 80 
Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2 3.19 C:\Database\NIST08.L 

D—Mannitol 
Sorbitol 
Glucitol 


000069-65-8 86 
000050-70-4 86 
026566-34-7 83 


Abundance 

i 

I 80^ 

60 
40 
20 


0 - 

kn/z-> 10 20 


Abundance 

80 
60 

40 
20 

0 


m/z-> 


61 


43 


36 j 
30 40 




Average of 3.062 to 3.313 min.: 803608.D\dafa.ms (-) 
7i3 


103 

I 


tn' 

50 60 


85 


i,i|; ,1 hll., , I, I 95 h .i. ”^122 1 146 207 ! 

TO iq 9q_ 100 110 120 130 140 150 160 170 180 190 200 


133 


73 


61 


43 


#46257: D-Mannifol 


103 
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19 
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Il i 

85 i 

! 
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^. 
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1 1 ■ 

^1 . ,'r , , 
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■■.‘■r-T-T-,-T-T-rT-p,-t-r-T-, 

80 90 100 110 120 130 140 160 160 170 180 190 200 


803608.D 


Tue May 15 07:15:48 2012 


Page 3 
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Area Percent / Library Search Report- 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4-2011\System9\10_07_ll\803608.D 
LAG 

7 Oct 2011 16:01 



KAC 


8 

DRUGS.M 
RTF 


Search Libraries: 


C:\Database\SLI.L 
C: \Database\NIST08 . L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qual 


3 6.86 C:\Database\SLI.L 

HEROIN 


000561-27-3 


99 


Abundance 

80 

60 

40 

20 


43 


Average of 6.822 to 7.079 min.: 803608.D\data,ms (-) 


327 


268 


81 


Abundance 


80] 
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40 

20 

0 


I 59 ™ 


94 
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)28 I i, 1, 181 


204216 


I.] I’y it 0 'll-. I, 
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.1 . 


803608.D 


Tue May 15 07:15:48 2012 


Page 4 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q4-2011\System9\10_07_ll\803610.D 
LAG 

7 Oct 2011 16:32 

BLANK 

1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 



***NO INTEGRATED PEAKS*** 


803610.D 


Tue May 15 07:15:58 2012 


Page 1 


Corbett email PRR 022778 












Area Percent / Liibrary Search. Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4-2011\System9\10_07_ll\803611.D 
LAG 

7 Oct 2011 16:48 

HEROIN STD 

6 

DRUGS .M 
RTE 


J^bundance 

800000 

600000 

i 

400000 

200000 

0 . . 

Time.-> 2.00 3.00 4.00 5.00 


TIC; 80361 tDXdata.ms 
6.870 


6.00 


7.00 


8.00 


9.00 


10.00 


11.00 


12.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.870 

1500012 

100.00 

100.00 


803611.D Tue May 15 07:16:02 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F: \Q4--2011\System9\10_07_ll \803 611 . D 
LAG 

7 Oct 2011 16:48 

HEROIN STD 

6 

DRUGS . M 
RTE 


Search Libraries: C;\Database\SLI.L 

C:\Database\NIST08 . L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# RT Library/ID 


CAS# Qual 


1 6,87 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 


l^bundance 

80^ 
60 
40 
20 


43 


Average of 6.822 to 7.068 min,: 803611.D\dafa.ms (-) 
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94 
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1: 
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^bundance 

80 
60 
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20 

O' 


43 


#1: HEROIN 


268 
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70 I S'* 


204 
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146 
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' 'J ; 
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I r. 


310 


284 


298 „ 

Ill ' ll r’ l 


369 


341 


A-,- 


b/z-> 


4 0.60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


803611.D 


Tue May 15 07:16:02 2012 


Page 2 
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